REGISTER OF 

CLASSIFICATION DECISIONS 


Date of entry in Register: 

Name of applicant/court: 
Applicant to the Labelling Body: 
Title of Publication: 

Other Known Titles: 

Directors: 

Producer: 

Publisher: 

Author: 

Format: 

Country of Origin: 

Language: 


27 June 2002 

The Film and Video Labelling Body Inc. 
NZ Film Festival 
Light Turned Down 
Not Stated 

D-Fuse, Robin Rimbrand (aka Scanner) 

Not Stated 

Not Applicable 

Not Applicable 

Video Recording VHS/PAL 

UK (said to be) 

English 


Components of film originally examined: 


Feature: 

Light Turned Down 

Running time: 

5.01 

Trailers: 

Nil 

Running time: 




Total Running time: 

5.01 


Excision/Alteration: No Excisions Recommended. 


Reason(s) for Excision: 

Not Applicable. 


... Please turn over 


tmp8289.tmp 




Classification Decision: 


Unrestricted: Suitable for general audiences. 

Display Conditions: 

Not Applicable. 

Descriptive Note: 

No note. 


Direction to issue a label has been given on: 27 June 2002 


SUMMARY OF THE REASONS FOR DECISION: 
Not Applicable. 


OFLCRef: 201039 
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